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MULTIPLE PROJECTOR CEILING SUSPENSION SYSTEM 
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The PMM-200 series suspension system answers the need for adjustable ceiling stacking of two or more video/data pro¬ 
jectors. One of the benefits of projector stacking is increased brightness by multiple common image projection to a single 
point. Another is immediate projected image back up protection. Complete adjustability allows for optimized projection 
angles. The 200 series suspension system is manufactured almost entirely of HARD aluminum for its lightweight, strength 
and non-magnetic properties. The 200 series will mate directly with all PMM and PBM video projector mounts shown in 
our product literature. It will also mate with many of the video projector manufacturer supplied mounts with little or no 
modification. More than two projectors may be incorporated by adding additional PMM-212 sections to the basic 200 
system. Maximum allowable projector width is 25.5 inches. See PSM-220 for projectors over 25.5 inches. 

NOTE: Initial projector to screen set-up with the PMM-200 should be established as not to exceed manufacturer’s recom¬ 
mendation with respect to projector/screen distance and angle. Please consult your installation manual that comes with 
your projector to insure compliance. 

Color: Black Suggested List Price: $550.00 basic 200 system. 

Ships: UPS Additional Sections $245.00 ea. 

Weight: 24 lbs. (approx.) 



PMM-200 SPECIFICATIONS 


Top View 



UNIVERSAL MOUNTING PLATE 


PMM-200 
Side Strap 
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WARNING 


THE CEILING SHOULD BE CAPABLE OF SUPPORTING A WEIGHT OF AT LEAST 542KG (1200 LB). IF IT CANNOT, 
THE CEILING MUST BE REINFORCED. IMPROPER INSTALLATION MAY RESULT IN SERIOUS PERSONAL INJURY. 


















































































PSM-220 HEAVY DOTY SERIES 

DUAL PROJECTOR FLOOR/CEILING SUSPENSION SYSTEM 


The PSM-220 was developed in answer to your request for a transportable dual video/data projector floor suspension 
system. The PSM-220 mates directly with any two of our PBM or PMM series projector mount kits. With an allowance of 
34 inches width between the side rails the PSM-220 will easily accommodate most of the larger data projectors currently 
being offered. Naturally this system also incorporates all the adjustability features of height, tilt and yaw that you have 
come to expect from our mounts and adaptors. Quick and easy to assemble and disassemble are benefits that rental and 
media production companies will enjoy. With its extra heavy duty construction the PSM-220 will easily support video/data 
projectors from 50 to 300+ pounds. The PSM-220 suspension system can also be inverted for use as a dual projector 
ceiling mount. 

NOTE: Initial projector to screen set-up with the PSM-220 should be established as not to exceed manufacturer’s recom¬ 
mendation with respect to projector/screen distance and angle. Please consult your installation manual that comes with 
your projector to insure compliance. 

Color: Black Suggested List Price: PSM-220 $900.00 

Ships: UPS (2 ctns.) Weight: 90 lbs. (approx.) 


PSM-220 SPECIFICATIONS 
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